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Stock Nos. 69902 (Elec.) & 79902 (Gas) 

Features - 

Become familiar with all features before using 
your dryer. Refer to the "OPERATION" section 
of your Owner's Manual for feature details. 

Q Cycle Selector (Timer) Lint Screen 


Control 
•AUTO DRY II 
(electronic sensing) 

• TIMED DRY 

• AIR DRY 
■TOUCH UP 

I WRINKLE GUARD I 
to reduce wrinkling 

I 4 FABRICATemperature 
settings for additional 
fabric care 

i Adjustable End-of-Cycle 
SIGNAL Control 

PUSH TO START 
Button 


^ Model and Serial No. 
Plate 

Q Drum Light 

Q EZ Loader Hamper Door 

Additional Features 

• SOFT-HEAT* System 
for improved fabric care 

■ QUIET PAK'"I Sound 
Insulation 

• Super Capacity Plus 
for fewer loads 


NOTE: This model does not feature the Heated Dry Rack. 



Reserva Nos. 69902 (elec.) & 79902 (gas) 

Caractensticas - 

Antes de usar su secadora, familiancese con 
las caractensticas de la misma. Vease la seccion 
"FUNCIONAMIENTO" en el manual del propietario 
para conocer las caractensticas en detalfe. 

Q Filtro de pelusa 


Q Control (temporizador) de 
seleccion de ciclos 

• SECADO AUTOMATICO II 
(sensor electrbnico) 

• SECADO PROGRAMADO 

• SECADO CON AIRE 
ATEMPERATURA 
AMBIENTE 

• SECADO DE RETOQUE 

Q PROTECCION ANTI- 
ARRUGAS I para reducir 
armgas 

Q 4 posiciones TEJIDO/ 
temperatura para el cuidado 
adicional del tejido 

Q Control de SENAL de 
fin-de-ciclo 

0 Boton EMPUJE PARA 
INICIAR 


9 Placa de numeros 
de modelo y de serie 

0 Luz del tambor 

0 Puerta de carga facil 

Caractensticas adicionales 

• Sistema de CALOR SUAVE 
para favorecer el cuidado 
del tejido 

• EQUIPO SILENCIOSO 
aisfador de sonidos 

• Capacidad superior "plus" 
para pocas cargas de 
secado 
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NOTA: Este modelo no tiene el Anaguel de Secado Termico. 


